SKU 


630 '1059 MiracleB$am Magnetic Laaar Laval Tool Sat 


Laser^Level Tool Set 



Congratulations on your purchase of a hl^'quality Laser'Level Tool Setl This product 
product incorporates advanced laser optics and micro-electronics. With proper use and 
and cam, this product should provide you with many years of reliabfe service. 


Aosrtun Warning: 
DoNotloi* 
Directly InroApMjra 


iMibuilInto 
ftssure eccurelt aJignrrwit 


Press Button In and R 
bacomes a rad laser poirrtK. 


Runs on lour LR41 batteries 
(induded). 


Comes wrtth bott> Philips 
and Plat-bead screwdriver bits. 


Magnetized opening to 
bold the screwdriver bits 

securaly In place. 


Tbis tool provides an appnubnadon of level only and Is accurate wttMn + or • 3 donees. 

It is not a substilute for a proressionally caKbreted cSoital level 

Care and Handling Information 

• If the Laser^Level Tool set Is to be stored for long periods of time (3 months or more), remove the 
batteries ta prevent corrosion. 

• YcHjr Laser-Level Tool Set should be protected from water, dust, beat, and sunlight. 

• If a failure occurs, do not try to open the laser unit TNs will void the three*month warranty. The 
Laser-Level Tool Set contains no serviceable parts. 

Safety Precautions 

• Wavelength: SSOmm-SBOmm 

« Class liLA Laser Product 

« Operating Voltage 3V (four LR41 batteries) 

• Maximum output power under^mw 

Caution 

• Use of controls or adjustments or performance of procedures other than those specified herein 
may resietbihazanlous radiation expostn. Do not attempt toanar performance of your laser pointer 
which also may also result In hazardous exposure. 

• Laser light. Avoid direct eye exposure. Keep out of reach of chikfren. The laser light emitted from 
this device should not be drected tnvaids people, ur>der sny circumstances. 

Accession Number • Serial Number • Made In China 

Patent Rights Number In China 





